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.  URBAN  DISTRICT  COUNCIL  OF  NEWPORT  PAGNELL. 


ANNUAL  REPORT 

of  the 

MEDICAL  OFFICER  OF  HEALTH, 
for  the  year 
1952. 


To  The  Chairman  and  Members  of  the  Newport  Pagnell 
Urban  District  Council. 


Gentlemen, 

I  have  pleasure  in  presenting  to  you  my  Annual  Report 
for  the  year  1952.  The  health  of  the  District  has  been  good. 
There  has  been  no  outbreak  of  Infectious  Disease,  although  8 
cases  of  Measles  were  notified  towards  the  end  of  the  year. 

This  may  presage  an  outbreak  during  1953* 

•  The  Public  Services  have  been  maintained.  There 
has  been  no  shortage  of  water,  and  by  treatment  a  good  whole¬ 
some  supply  has  been  maintained.  The  Sewage  System  has  worked 
under  considerable  difficulty,  and  it  is  hoped  that  the  new 
system  will  soon  be* in  operation. 

I  am  indebted  to  Mr.  Hopkin  your  Surveyor  &  Sanitary 
Inspector  for  his  valuable  help  in  preparing  this  Report.  Also 
to  Mr.  Hall  your  Clerk  for  supplying  some  of  the  figures  under 
General' Statistics. 
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SECTION  A. 


General  Statistics. 


Area  (in  acres)  3,432. 

Number  of  Inhabited  Hous-es. 

Rateable  Value. 

Sum  Represented  by  a  Penny  Rate. 

Estimated  Population. 


Vital  Statistics. 

Births. 

Total  Births. 

Males  Legitimate.  ••  25 

Illegitimate.  _ _  2 

Females  Legitimate.  30 

Estimated  Population. 

This  gives  a  crude  Birth  Rate  per  1000.  of 

Comparability  Factor . 

When  the  crude  Birth  and  Death  Rates  for  the  area  are 
multiplied  by  the  area  comparability  factor.,  an  approximate 
allowance  is  made  for  -the  way  in  which  sex  and  age  distribution 
of  the  local  population  differs  from  that  for  England  and  Wales 
as  a  whole. 

The  Comparability  factor  for  Births  is  1 • 08. 

This  gives  an  adjusted  Birth  Rate  of  14*54 

The  Crude  Birth  Rate  for  England  and  Wales  was  15*3 

There  were  no  Still  Births  during  the  Year. 

Deaths. 


Total  Deaths.  *  62. 

Males.  24 

Females.  38 

Estimated  Population.  4, 232. 

This  gives  a  Crude  Death  Rate  of  14*65. 

Comparability  Factor  for  Deaths  is  0*67. 

The  adjusted  Death  Rate  is  9*  8 

The  Crude  Death  Rate  for  England  and  Wales  was  11*3 


There  were  2  deaths  of  Infants  under  4  weeks, 
They  were  both  females. 


There  were  no  deaths  from 

Tuberculosis, 

The  Deaths  from 

Cancer  were 

Male  7 

Female 

5. 

Pneumonia 

"  3 

ti 

6. 

Bronchi  ti.s 

"  2 

II 

2. 

There  were  no  deaths  from  Measles,  Whooping  Cough,  Diptheria  or 
Poliomyelitus. 


£24  \  21 1  . 

£95. 

4,232. 


57. 


4,232.. 
1 3*  47. 
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SECTION  B. 


General  Provision  of  Health  Services. 

Laboratory  Services. 

The  analyses  of  water  from  the  Public  Supply  are,  for 
the  most  part,  carried,  out  by  the  Counties  Public  Health 
Laboratories.  In  the  latter  part  of  the  year,  however,  some 
analyses  were  done  by  the.  Public  Health  Laboratory  at  Northampton 
Hospital. 

Apart  from  Water  Analyses,  the  bacteriological  work  of 
the  District  has  been  carried  out  by  the  Public  Health  Laboratory, 
General  Hospital,  Northampton.  This  work  consists,  not  only  of 
the  specimens  sent  by  the  General  Pract'i  oners  of  the  District, 
mostly  throat  swabs,  but  also  specimens  submitted  by  your  Officers 
in  dealing  with  Infectious  Diseases.  This  is  a  most  important 
function,  and  one  that  is  used-  to  the  full.  As  an  example,-  say 
a  case  of  Dysentery  is  notified,  specimens  of  all  the  contacts 
would  be  submitted  for  bacteriological  examination,  and  thus  any 
case-s  could  be  detected.  Again  in  cases  of  food  poisoning  .the 
service  is  most  valuable,  as  by  thorough  bacteriological  tests 
the  cause  of  such  cases  can  generally  be  determined,  and  is  a 
great  help  to  your  Officers  in  dealing  with  such  cases. 

Ambulance  Service. 

This  has  been  administered  by  the  County  Council  since 
July  1948.  Both  Ambulances  and  Cars  for  sitting  cases  are  pro¬ 
vided  for  conveying  patients  to  and  from  hospital. 

For  cases  of  Infectious  Disease  the  Ambulance  from  the 
appropriate  Isolation  Hospital  is  used. 

Nursing  Facilities. 

The  District  Nurses  visit  patients  in  their  homes  and 
their  work  adds  much  to  the  care  and  comfort  of  the  patients  they 
a  1 1  end. 


Hospitals. 


The  General  Hospitals  that  serve  the  area  are 


Northampton  General  Hospital 
Bedford  County  Hospital 
The  London  Hospitals 


Fenny  Lodge  Hospital 


Westbury  Maternity  Home. 


This  deals  with  most  of  the  cases. 
This  is  occasicnnly  used. 

Scno  cases  are  sent  to  London 
generally  at  the  instigation  of 
the  Local  Practioners. 

This  is  situated  within  the  District 
and  serves  other  areas  besides  this. 
It  deals  mostly  with  chronic  cases 
and  performs  a  most  useful  function. 
This  is  also  situated  in  the 
District,  but,  Like  Renny  Lodge, 
receives  patients  from  other  areas. 
The  doctors  attend  their  own  cases, 
and  there  is  a  Consultant  at 
Northampton  where  cases  requiring 
further  treatment  can  be  sent. 


Isolation  Hospitals. 


The  Aylesbury  Isolation  Hospital  accepts  most  of  the  patients 

.....  - from- this  district. 

The  Harborough  Road  Hospital  Northampton  deals  for  the  most 
part  with  cases  of  Poliomyelitis. 

Public  Conveniences. 

There  are  three  conveniences  in  the  District, 

1.  That  at  Ousebank  Dardens.  This  has  been  recently  construc- 
ed,  and  is  modern  and  up  to  date. 

2.  That  behind  the  Ghurch  House.  This  hps  been  much  improved 
of  late  and  brought  up  to  date. 

3.  That  by  the  Iron  Bridge.  This  has  'also  been  improved. 


4. 


SECTION  C. 


Sanitary  Circumstances  of  the  District 


■lajigr. 

Ash  Hill  Supply. 


Quantity. 


This  source  supplied  on  an  average  67,000  gallons  a 
day.  The  depth  of  the  well  varied  between  5’ 6"  in  January  and 
1 '4"  in  October.  There  has  been  no  shortage  throughout  the 
year* 

Some  maintenance  work  had  to  be  carried  put  on  the 
equipment  to  enable  the  machinery  to  work  until  such  time  when 
an  alternative  supply  is  available. 

The  windmill  which  has  been  a  landmark  for  many  years, 
has  been  dismantled. 


Quality. 

One  chemical  and  three  bacteriological  examinations  of 
this  water  were  made  by  the  Counties  Public  Health  Laboratories. 


Chemical  Examination  This  gave  the  following  result 


Appearance.  Clear 

&  bright. 

Date  4-6-52. 

Colour  Nil 

Turbidity 

Nil 

pH  7. 5 

Odour 

Nil 

Electric  Conductivity. 

•  1  60 

Free  Carbon  Dioxide  12 

Chlorine  present  as 

Chloride. 

23 

Total  Solids. 

510 

Hardness  Total 

430 

Alkalinity  as  Calcium 

Carbonate 

265 

Carb onate. 

265 

Non-Carbonate. 

165 

Nitrite  Nitrogen  less 

than 

0.  01 

Nitrate  Nitrogen. 

4-4 

Oxygen  Absorbed. 

0‘  20 

Ammonical  Nitrogen. 

o«  060 

Residual  Chlorine. 

Absent 

Albumnoid  Nitrogen. 

0. 020 

Metals  Iron  less  than 

o-  03 

Other  Metals 

Absent. 

Bacteriological  Examination 


4-6-52 

1  day  at  37  C 


2  .at.  3.7.°.C  .3  at  20  cC 


Number  of  Colonies  Developing 

on  Agar 

Presumptive  Coli  reaction 

Bact.  Coli  (Type  l). 

Cl  Welch!  Reaction 


2  per  m.  1. 

Present  in 

1  0  m.  1. 

50  m.  1. 


5  per  m,  1 
Absent  from 

1  m.  1. 

20  m.  1. 

100  m.  1. 


.  1 7  per  m.  1. 
Prob.  number 

25  per  1  OCm.  1, 

3  per  1 00m.  1, 
3  per  1  00m.  1, 


Report.  This  sample  is  clear  and  bright  in  appearance,  neutral  in 
reaction  and  free  from  metals  apart  from  a  negligible  trace  of  iron. 
The  water  is  very  hard  in  character,  and  although  the  degree  of 
hardness  is  not  excessive  it  is  sufficient  to  make  the  water  dis¬ 
advantageous  for  laundry  and  similar  use.  No  excess  of  mineral 


5. 


constituents  in  solution  is  present  and  organic  quality  is  very 
satisfactory.  The  water  shows,  'however,  slight  bacterial 
impurity  since  Bact,  Coli.  are  present  in  small  numbers,  although 
not  considered  unwholesome  for  drinking  and  domestic  purposes 
the  water  is  not  therefore  of  that  highest  standard  of  bacterial 
purity  which  is  desirable  in  the  case  of  a  public  supply. 


11-6-52.  Untreated  water  from  well  rising  ms.  in, 

1  day  at  57  °C  2  at  57°C  5  at  20°0 


Number  of  Colonies  developing 
on  Agar. 

1  per  m.  1.  4 

per  m.  1 

.  6  per  m.  1. 

Present  in  Absent,  from 

Prob.  Number. 

Presumptive  Coli-aer ogenes 
reaction. 

20  c4 1.  .  10 

m.  1. 

8  per  1 00  m.  1. 

Bact.  Coli  (Type  l) 

1  00 

m.  1. 

0  per  1 00  m.  1. 

Cl  Welchi  Reaction. 

100 

m.  1. 

__ 

Report.  This  sample  is  clear  and  bright  .in  appearance  and  of  a 
satisfactory  standard  of  bacterial  purity,  consistent with  a 
wholesome  water  suitable  for  public  supply  purposes. 


11-6-52.  Chlorinated  water  from  falling  . main  to  Town. 

1  day  at  37_°C  2  at  57°C  5  at  20°C 


Number  of  Colonies  developing 
on  Agar. 


0  per  m.  1.  0  per  m.  1.  4  per  m.  1. 

Present  in  Absent  from-  Prob.  Number. 


Presumptive  Coli-aer ogenes 

reaction.  -  1 00  m.  1.  0  per  100  m.  1. 

Bact,  Coli  (Type  l)  -  1 00  m.  1,  0  per  100  m.  1. 

01  welchi  Reaction  -  100  m.  1. 

,  • 

Report.  This  is  a  very  satisfactory,  sample.  It  is  clear  and 
bright  in  appearance  and  of  the  highest  standard  of  bacterial 
purity,  consistent  with  a  wholesome  water  suitable  for  public 
supply  purposes. 

Caldec ote  Sunnlv. 


Quantity. 

On  an  average.  80,000  gallons  per  day  were  produced 
from  this  source.  There  was  no  shortage,  but  owing  to 
mechanical  and, -electrical,  supply  faults  there  have  been  occasion¬ 
al  short  breaks  in  the  supply.  This  emphasises  the  need  for 
increased  storage  capacity  at  high  level. 

The  fire  hydrants  of  the  town  still  include  a  number 
of  ball  type;  •  The  Council  is  urged  to  replace  these  by  screw 
down  type  at  the  first  opportunity. 
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Quality  . 


•  *  One  chemical  and  nine  bacteriological  examinations 

were  made  by  the  Counties  Public  Health  Laboratories  during  the 
year. 


Chemical  Examination  made  1 1 -6-52. 


Appearance  bright  with  a- very  slight,  flocculent 
deposit  of  mineral  debris. 


Colour  less  than 

10 

Turbidity  less  than 

3 

pH. 

8»  1 

Odour. 

Nil. 

Electric  Conductivity 

390 

Free  Carbon  Dioxide. 

Trace. 

Chlorine  present  as 
Chloride 

25 

Total  Solids. 

260. 

Hardness  Total 

Carbonate 

o  o 

igj- 

T— 

Alkalinity  as  Calcium 
Carbonate. 

210. 

Non-carb onate 

110 

Nitrite  Nitrogen  less  than 

0*  01. 

Nitrate  Nitrogen 

2«  0' 

Oxygen  absorbed. 

o*  93. 

Ammonical  Nitrogen. 

0*  069 

Residual  Chlorine. 

0*  1  3 

Albumnoid  Nitrogen. 

0*  049 

Metals  Iren 

0*  04 

Other  Metals. 

Ab  s  ent 

♦ 

Report.  Sample  reasonably  clear  and  bright,  faintly  alkaline, 
free  from  rtetals  apart  from  negligible  trace  of  iron.  Moderate¬ 
ly  hard.  No  excess  of  salinity  or  mineral  cons ti tuents ' in 
solution.  Very  satisfactory  organic  purity. 


Bacteriological  Examinations. 


Numbe r  of  Colonies  Developing  on  Agar. 


1  day  at  37  °C  2  days  at  57°C  3  daysatgP'C 


Date. 


1-1-52. 

62 

per 

m.  1. 

70 

per 

m. 

1. 

21 

per 

m.  1. 

5-2-52. 

2 

per 

m.  1. 

3 

per 

m. 

1. 

3 

per 

m.  1. 

4-3-52. 

'  8 

per 

m.  1. 

11 

per 

m. 

1. 

18 

per 

m.  1. 

1-4-52. 

2 

per 

m.  1. 

3 

per 

m. 

1. 

2 

per 

m.  1. 

7-5-52. 

1 

per 

m.  1. 

8 

per 

m. 

1. 

2 

pe.r 

m.  1. 

4-6-52. 

1 

per 

m.  1, 

3 

per 

m. 

1. 

5 

per 

m.  1. 

1-7-52. 

7 

per 

m.  1. 

12 

per 

m. 

1. 

60 

per 

m.  1. 

11-8-52. 

6 

per 

m.  1. 

18 

per 

m. 

1. 

5 

per 

m.  1. 

9-9-52. 

6 

per 

m.  1. 

7 

per 

m. 

1. 

12 

per 

m.  1. 

Presumptive  Coli-aer ogenes  Reaction. 


Present  In 

Absent  From 

Prob. 

Number. 

1-1-52. 

_ 

1 00  m.  1. 

0  per 

100  m.  1. 

5-2-52. 

-  .  . 

100  " 

0  '! 

tf  tf 

4-3-52. 

— 

100  " 

0  ■" 

if  !t 

1-4-52. 

100  " 

0 

II  II 

7-5-52. 

- 

IOC  ” 

OF'- 

It  tf 

4-6-52. 

— 

100  " 

0 

tt  tf 

1-7-52. 

50  m.  1. 

'20  " 

2 

1 !  tf 

11-8-52. 

— 

100  " 

0  " 

tf  tf 

9-9-52. 

- 

100  " 

0  " 

tf  tt 
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Bact.  Coli _ (  Type  1  ) . 


Present  In. 

Absent  From. 

Prob.  Number. 

1-1-52. 

— 

1  00  m.  1. 

0  per  1 00  m.  1. 

5-2-52. 

— ■ 

100  . 

Q  tf  It  If 

4-3-52. 

— 

1 00  " 

Q  II  II  *  II 

1-4-52. 

— 

100” 

0  ”  ”  ”  ■ 

7-5-52. 

— 

100  " 

Q  If  If  ;;  tf.'*'* 

4-6-52. 

— 

100  " 

Q  If  If  tf 

1-7-52. 

50  m.  1. 

20.  ” 

2  .  H  It  If 

11-8-52. 

- 

100  " 

0  If  If  It 

9-9-52. 

— 

100  ” 

Q  If  If  If 

HI  We I chi  Reaction. 


Present  In. 

Absent  From 

1-1-52. 

1  00  m.  1. 

10  m.  1. 

5-2-52. 

100  ” 

10  ” 

4-3-52. 

•100  " 

10  " 

1-4-52. 

—  ■ 

100  ” 

7-5-52. 

- 

100  ” 

4-6-52. 

100  ” 

10  ” 

1-7-52. 

100  ” 

10  ” 

11-8-52. 

— 

100  ” 

9-9-52. 

- 

1 00  " 

Analysts  Reports. 


1-1-52. 


5-2-52. 

4-3-52. 


1-4-52. 


7-5-52. 

4-6-52. 


1-7-52. 


11-8-52. 

9-9-52. 


Slight  opalescence,  but  turbidity  not.  pronounced.  Of 
satisfactory  bacterial  purity.  Suitable  for  drinking 
and  domestic  purposes.  Bacterial  counts,  though  not 
excessive,  appreciably  greater  than  normally  recorded. 

Of  very  satisfactory  bacterial  purity.  Suitable  for 
drinking  a,nd  domestic  purposes. 

Of  a  satisfactory  standard  of  bacterial  purity. 

Suitable  for  drinking  and  domestic  purposes. 

Of  a  high  standard  of  bacterial  purity.  "  Suitable  for 
drinking  and  domestic  purposes. 

Of  very  satisfactory  bacterial -  purity.  Suitable  for 
drinking  and  domestic  purposes. 

Of  very  satisfactory  bacterial  purity.  Suitable  for 
drinking  and  domestic  purposes.  ■ 

Shows  slight  bacterial  impurity  since  Bact  Coli  present. 
Considered  wholsesomfe  in  character  and  suitable  for 
drinking  and  domestic  purposes.  .  . 

Of  very  satisfactory' bacterial  purity.  Suitable  for 
drinking  and  domestic  purposes. 

Of  a  high  standard  of  bacterial  purity.  Suitable  for 
drinking  and  domestic  purposes. 


In  addition  to  thebe* 6  analyses  were  carried  out  by 
the  Public  Health  Laboratory ’ Service,  General  Hospital, 
Northampton.  They  gave  the  following  results. 


Probable  Number  of  Coliform  Probable  Number  of 
Bacilli  2  days  at  37°C.  Faecal  Bacilli  2  days 

at  37 °C. 


30- 

-9-52. 

0 

per 

100 

m.  1. 

0 

per 

100 

rrf. 

21- 

-10-52. 

2- 

u 

If 

it 

0 

ii 

It 

4- 

-11-52. 

0 

it 

If 

it 

0 

it 

tf 

11- 

-11-52. 

0 

it 

It 

it 

0 

it 

tf 

*  1 1 

26- 

-11-52. 

0 

it 

If 

ti 

0 

it 

tt 

9- 

-12-52. 

0 

it 

If 

it 

0 

ii 

If 

*|  f 

Report  in  each  case  -  very  satisfactory. 

8.  ■ 


During  the  fatter  part  of  the  year  the  water  examinations 
were  carried  out  by  the  Public- Health  Laboratory  Service  at  the 
General  Hospital  Northampton.  These  are  less  detailed  than  those 
formerly  carried  out  by  the  Counties  Public  Health  Laboratories. 

I  would  venture  to  suggest  that  at  least  one  chemical  examina¬ 
tion  of  each  source  and  two  bacteriological  of  the  Caldecote 
Source  and  one  of  the  Ash'  Hill  Source  be  made  by  the  Counties 
Public  Health  Laboratories  each  year. 

New  Water  System. 


.  The  work  of  laying  the  now  main  from  the  Bucks  Water 
Board  supply  was  commenced  during  the  year.  Also  materials 
are  accumulating  for  the  construction  of  the  high  storage  tank 
at  Ash  Hill. 

It  is  anticipated  that  some  portion  of  the  supply  may 
be  available  by  the  end  of  1953* 

Drainage  &  Sewerage , 

New  System. 

As  previously  reported  the  work  of  construction  of 
this  system  on  the  V/iiien  Boad  site,  and  the  Pumping  Station  at 
the  Council  Depot  has  been  proceeding,  but  it  is  regretted  that 
the  slow  progress  of  the  work  has  not  permitted  the  system  to  be 
in  operation  at  the  end  of  the  year.  The  non-completion  of 
the  work  has  led  to  nuisances,  and  a  certain  measure  of  river 
pollution.  The  present  pumping  equipment  is  dilapidated  and 
inefficient,  and  everything  should  be  done  to  bring  forward  the 
time  when  this  may  be  dispended  with. 

There  has  been  no  flooding  of  roads  or  buildings 
during  the  year. 

Scavenging. 

The  weekly  collection  of  house  refuse  has  been  main¬ 
tained  despite  the  difficult  labour  problems  experienced. 

The  salvage  of  paper  has  been  maintained  although  the 
demand  and  profit  of  this  service  has  diminished. 


•9. 


SECTION  D. 


Housinr. 

The  Bury  Field  site  M/as  opened  up  during  the  year. 

It  will  provide  accommodation  for  approximately  70  houses. 

The  first  22  houses  were  commenced,  and  7  of  these 
completed  during  the  year. 

A  pair  of  houses  were  also  completed  in  Tickford 

Street. 

3  houses  were  completed  by  private  enterprise. 

The  Broad  Street  Site  is  now  completely  built  up. 
There  are  a  number  of  houses  throughout  the  town  of 
the  working  class  type  lying  empty.  It  would  appear  that  some 
landlords  are  not  prepared  to  bring  these  properties  up  to  the 
Council’s  requirements. 

There  have  been  no  demolitions  during  the  yeah,  but 
a  number  of  unofficial  agreements . as  to  closing  these  premises 
have  been  carried  out. 


1C. 


SECTION  E. 


Rood  Cleanliness. 

The  work  of  supervision  has  been  maintained  as  regards 
the  production  and  distribution  of  food  under  Bye-laws  adopted 
m  June  1950* 

Slaughter  Houses. 

. There  are  two  licensed  slaughter  houses,  but  no  general 
slaughtering  takes  place  in  them#  The  meat  for  the  district  is 
supplied  from  the  Ministry  of  Poods  Depot  in  Bedford. 

Representations  have  been  made  to  the  meat  Transport 
Department,  as  to  the  in-efficient  handling  of  meat  at  the  time 
of  delivery.  I  am  glad  to  be  able  to  report  a  noticeable 
improvement  during  the  latter  part  of  the  year. 

Milk. 

A  number  of  samples  were  taken  during  the  year  for 
testing  as  regards  cleanliness  and  keeping  qualities.  Certain 
deficiences  were  noted  from  time  to  time,  and  improvements  re¬ 
quired  where  necessary  by  purveyors. 

The  use  of  cracked  and  chipped  milk  bottles  is  to  be 
depreciated  owing  to  the  difficulty  of  adequately  cleaning  them. 

Ice  Cream. 

There  is  one  manufacturer  of  ice  cream  and  water  ices. 
The  remainder  of  ices  sold  are  supplied  in  factory  wrappings  er 
containers  by  wholesale  manufacturers. 

Inspections  of  the' manufacturing  premises  were  carried 
out  from  time  to  time. 

I  append  a  Table  of  Carcases  inspected  and  condemned 
during  the  year. 

Carcases  Inspected  &  Condemned  in  1952. 


CATTLE 

EXCLUDING 

cows. 

.  

COWS. 

CALVES. 

SHEEP 

& 

LAMBS. 

PIGS. 

Number  killed  if 
known 

Number  inspected. 

NIL 

NIL 

NIL 

2 

2 

2 

All  diseases  except 

T.  B.  Whole  carcases 
condemned. 

NIL 

NIL 

NIL 

NIL 

NIL 

Percentage  of  number 
inspected  affected 
with  disease  other 
than  T.  B. 

NIL 

NIL 

NIL 

NIL 

NIL 

T.  B.  only.  Whole 
carcases  condemned. 

NIL 

NIL 

NIL 

NIL 

NIL 

Carcases  of  which 
some  part  or  organ 
c  cndemned. 

NIL 

NIL 

NIL 

1 

NIL 

Percentage  affected 
with  T.  B. 

NIL 

NIL 

NIL 

NIL 

NIL 

SECTION  F. 


Infectious  Diseases. 

The  District  has  been  remarkably  free  from  serious 
infectious  disease  during  the  year.  There  have  been  no  cases 
of  Scarlet  Fever,  Diphtheria,  or  Poliomyelitis; 

There  were  8  Cases  of  Measles  2  males  &  6  females. 

4  Cases  of  Y/hooping  Cough  3  males  &  1  female. 

2  Cases  of  Erysipelas  1  male  &  1  female. 

There  were  8  cases  of  Puerperal  Pyrexia  notified 
during  the  year.  They  all  occurred  in  the  ¥estbury  Maternity 
Home.  As  far  as  I  was  able  to  ascertain,  the  cases  were  all 
mild,. 


Tuberculosis* 

Two  notifications  were  received  during  the  year,. 
1  Pulmonary  in  a  male  aged  4 5.. 

1  Non  Pulmonary  in  a  boy  of  14, 

This  concludes  my  Report, 

I  am  Gentlemen, 

Your  Obedient  Servant, 


26th  May,  1  953. 


CHAS.  H.  F.  BAILEY. 

Medical  Officer  of  Health, 
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